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RACEWAY 
COMPONENTS, INC. 


FACILITIES DESIGN & MANAGEMENT 


INDEX OF ARTICLES 1988 


FACILITIES exclusive survey. pp. 69-73. 
Carpet Fiber Producers Guard for Standards Per- 
formance. 
Knowledge of qualities and performance allows 
specifiers and buyers to make wiser decisions. 
pp. 74-77. 
1988 Office Space Study Shows FMs Gaining 
Favor...But 
Do FMs know what makes office workers tick? 
Louis Harris/Steelcase survey. pp. 78-79. 
Computer Friendly Furnishings Play Supportive 
Role. 
Product review of computer furniture for those 
grown weary of shoehorning CRTs onto stan- 
dard-issue desks. pp. 80-87. 
Lighting in High Style. 
Fixtures from avant-garde Italian designs to task 
lights. pp. 88-91. 
Real Estate: Checking labor pool is one relocation 
necessity. p. 27. 
Lighting Update: Con Edison reveals energy sav- 
ings plan. p. 37. 
Previews: Workspace ‘88; CONPAC ’88. p. 47. 
CAFM: Products & Services Focus. p. 93;96. 
New Technologies: Products & Services. p. 100. 
Editorial: FMs are Doing More, for More Em- 
ployees. p. 59. 


SEPTEMBER 1988 


ARA Services Runs Its Tower Like the Olympic 

Games. 

Design of 32-story International HQ reflects 
high-level management interaction with staff to 
assess needs. Designed by KPA Design Group. 
pp. 32-39. 

Al Young Pioneers CIFM at Cost-conscious Mer- 

rill Lynch. 

A million-dollar Prime-driven FM system keeps 
the Wall Street giant's HQ running lean and 
ahead of the herd. pp. 40-43. 

Daring to Get That FM Degree. 

Universities offer more than you think on facili- 
ties management. Degree programs and CEUs 
are on the rise. pp: 44-46. 

Designer's Saturday: FMs Royally Courted. 
Showroom seminars, products, and special 
events are previewed September 5-8 in New 
York. pp. 48-79. 

IDCNY Market has International Flavor. 
Receptions, products, programs, and show- 
rooms at the Center. pp. 80-94. 

Carpet Update: Flooring’s impact on workers. p. 17. 

New Technology: Fiber optics become horizontal 
in LANS. p. 19. 

Previews: Conexion, IFMA conferences. p. 21-28. 

Editorial: Time Out for Comic Relief. p. 31. 


OCTOBER 1988 


Republic Bank HQ Contains NYC Landmark. 
The Landmark Knox Building is focal point for 
the 805,000-sq.-ft. HQ complex, designed by Eli 
Attia Architects. pp. 80-87. 

SW Bell's Art is Rich in American Modernism. 
Southwestern Bell’s Gerald Blatherwick’s deci- 
sion to invest in fine art pays off for employees, 
community. pp. 88-91. 

Sale-Leasebacks Regaining Favor in Real Estate 

Financing. By Anne Lacombe. 


As a method of real estate financing, the sale- 
leaseback transaction works for the corporation 
seeking operating capital. pp. 92-95. 

Will Technology & Finance Baffle FM in 1990s? 

By R. Gary Pletcher. 

A Xerox executive says FMs must scrutinize 
what motivates decisions and choose direction 
of the profession. pp. 96-97. 

Executive Desks Suit the CEO Suite. 

Product guide to top-line desks ranging from 
traditional to contemporary. In many shapes 
and sizes, each is as striking and successful as 
those seated behind them. pp. 86-105. 

Little Things Add to Desktop Efficiency 
Details. Details. Details. You bet they matter. 
Accessories for the desk add character to the 
environment. They also simplify, organize, and 
settle the office. pp. 106-107. 

Special Report: FacititiEs’ Top 100 Design Firms. 
First annual ranking of firms designing office 
interiors, plus a survey of the profession, which 
shows decisions to hire are made at the top, and 
there is a toss-up between open plan and walls. 
pp. 41-66. 

Association Reports: IFMA, Japan Link. p. 23. 

Real Estate: Office market in the U.S. shifts little. 
p. 27. 

Lighting Update: Minimal-cost mock-ups. p. 29. 

Previews: IFMA showtime update. p. 33-36. 

New Technologies: Products & Services. p. 109. 

Editorial: Need an Interior Design Firm? Reach for 
the Stars. p. 79. 


NOVEMBER/DECEMBER 1988 


Royal Bank of Canada Fills a Technology Gap 
No sleeping giant, Canada’s No. 1 bank leaps 
forward in the U.S. with New York HQ designed 
by Searl Design. pp. 74-81. 

Facilities Forecasting and Budgeting. By Stephen 

Binder. 

While the weatherman wedges his bet “partly 
cloudy,” a step-by-step guide from Binder’s 
book arms you and your management with 
“partly sunny” answers. pp. 82-85. 

Special Report: Facilities Top 100 Office Furniture 

Dealers. 

Survey reveals that most sales start with corpo- 
rate clients. pp. 53-55. 

Ranking, based on greatest sales volume, is fol- 
lowed by alpha listing. pp. 57-67. 

CAFM Software Source Guide. 

A complete list gives prices, applications, and 
capabilities. pp. 86-104. 

Fabulous Files Hold All. 

Multi-media files hold paper, disks, film, and 
fiche, and take care of the yet-to-be seen paper- 
less office. pp. 108-115. 

Latest Guide to Prewired Panel Systems. 
Bringing power to the workstation is a must in 
electronic-heavy environments. Our guide pro- 
vides easy-access answers. pp. 105-107. 

Association Reports: Special reports by IFMA, 
BOMA. p. 23. 

Carpet Update: Is there a need for a consultant. 
Yes. Here’s why. p. 29. 

New Technologies: Federal Express and Eastman 
Kodak punch into voice mail systems. p. 33. 

Previews: AEC Expo ‘88. p. 36. 

Editorial: Communicating for success. p. 73. 











